Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 4/4/2012 3:22:21 PM 

To: 'Jeannie Ruiz' [jruiz@govsci.com] 

Subject: Quote Number Q191083 


Hi Jeannie, 

I received the Vacuum Pump (G3170-80025) yesterday from Agilent Technologies Quote Number 
Q191083. No return information for the old pump was sent. Could you check on that please or is that 
something I am responsible for. 

Thanks, 


Ji m Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 


Folk OIG PRR 100507 




